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“VULCAN ” 


FIG. H-1792 



FIG H-1792 


VULCAN PATENT DROP-FORGED CHAIN 
PIPE VISE 

For Holding Fipe, Bolts, Bars, Shafts, etc., front 
% to inch diameter. 


>\). 2, for Pipe, sizes % to ' 2 % inch, each_$o.(K) 

Base, each __ 1.00 

.Taws, per pair _ 2.2o 

Chain, each_ . _ 1.2o 

Handle, each__ - - .->0 

Screw, each _ _ _ _ - . .20 

Xnt, each__ __* _ .60 

Waslier, each_ .20 


Weight, 10 lhj«. Size, folded, (> x 8 x <S. 


Fig. H-1793 

VANDERMAN COMBINATION 
BENCH PIPE VISE 

Three Combinations in one. Con¬ 
structed with Steel Slidinj^ Bar. 
Bends Pipe up to indies. 


No. 0 Holds Pipe ^8 O) 2 in., 

each _ 

No. 1 Holds Pipe 3^ to 7 in., 
each _ _ _ ^ . 20.00 

No. 3 Holds Pipe b‘ B1 ii^-? 

each_ . _.30.00 

Extra Jaws for Brass Pipe to 2 in. 

Nor No. 0 or No. l._ _ $2.00 

For No. 3_ _ 2..50 



“ VANDERMAN ” 


FIG. H-1793 


MACHINISTS’ 



Fig. H-1794 
MACHINISTS’ VISES 
STATIONARY BASE 

Number_ . 3 354 5 15 25 

Width of Jaw, in. 2 2^2 3^i 354 

Vi-e opens, in_ 3 354 4 5 o 

Prices each_$3.S0 4.75 6.0C 7.00 O.OO 

Number_ 35 45 55 5*1 

Width of Jaw. in. 5 o 7 

Vise i>pens, in _ 7 S 11 

Price, each_ 510.00 13.00 25.00 2S.50 

SWIVEL BASE— (Not Illustnued. 1 

Number_ ^^2 10 20 30 

Width of Jaw, in. 2 254 354 3*4 4 

Vice opens. Ill... 3 3*4 4 5 b 

Price, each . _54.30 5.20 7.50 S. .5 11.00 

Number.. . 40 ^ 60 

Width of Jaw, in .. 4*4 5 o 7 

Vise opens, in _ 7 S Q 11 

Price, each __.51 2.51 16 00 3t).0 0 33.iV* 


FIG. H-1 794 


























